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CABARRUS COUNTY 

MARLBORO LIGHTS KS REGULAR SP 

PRODUCT C0BE-0660 
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EFFECTIVE BATE: 12/17/83 


TOBACCO ROB LENGTH 
TIPPING LENGTH 
CIGARETTE PAPER WIDTH 
CIRCUMFERENCE 
CALCULATED VOLUME 
CALCULATED density 


57.0 

31.000 

27.25 

24.00 

2,789,7697 

24.7500 
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FILLER WEIGHT 

CALCULATED WEIGHT 
PAPER AND PASTE 
ROD WEIGHT 
TIPPING AND ADHESIVE 
TOTAL LESS PLUG 


COMMENTS 


,6904680 

1.5222 

.0396403 

.7301163 

.0330371 

,7602034 


GR«1S 
LBS. /lOOO 
GRAMS 
GRAMS 
GRAMS 
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REASON FOR CHANGE 


! FILLER WEIGHT CHANGED; PAPER/PASTE WEIGHT CHANGED 


PREPARED BY! 
APPROVED BY! 


A. NEUMAN 


NATIONS SERVICES 


DATE! 11/21/83 


PREVIOUS! 5/16/83 




Source: https://www.industrydocuments.ucsf.edu/docs/zydn0004 




















